
1, Three U-2 biplanes and four single-engine low-wing monoplanes 
with camouflaged engines were parked in front of the flight 
control station on the southern edge of the DESSAU (M 5^/E 06) 
airfield on 1 6 November 1949 (for location see Annex),, About 
Go single-engine low-wing monoplanes were on the eastern edge „ 
me weather was rainy and there was no flyi ng, Maintenance 
25X1 work was being done on some of the planes, I U 


2, Photographs were taken at the field ** 


3-, The large billets in the southeastern section of the field were 
lighted at night, A red flag, an anemo meter and a -tad speaker 
were on top of the building. Ambulance | fc ade several 

25X1 trips to the hospital opposite the billets. 


25X1 


Comment ; 


* a, The Information on th e number of aircraft is approximatel y^ 

September a and h Sctlbiri949o Therefore two f jghter_^eglments 

25X1 ar o still assumed t o be stationed in DWAU , | 1 

25X1 L N 


25 ^ <1 * b» The photographs/ 


/ show singj.e- 

' „ gill e aircraft, whose type cann ot be determined- are parked 
S'SI According to previous reports, it is assumed 

that LA-9s are stationed at the field. 
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